This lab motor demonstrates a significant static Thrust increasePower 
competing from the same a.c. transformer. This meansOnly a sma 
percentage of the power comeing through theTransformer wa available to 
my test models and this becauseThe transformer was not designed for this 
application as | gotlt from the junkyard. So then engineers can design the 


power supplyFor this kind of motor to load match would not result in 
overweight. 


